Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


UNCLASSIFIED 

PAGE 01 STATE 173205 
ORIGIN OES-09 

INFO OCT-01 EA-12 ISO-OO COME-OO AID-05 /027 R 

DRAFTED BY OES/OFA/MST :HSANDERSEN:LAC 
APPROVED BY OES/OFA/MST:WLSULLIVAN, JR. 

NO A A R. ALDERMAN (SUBS) 

AID/EA MR. DUPUIS 

075788 101940Z/11 

R 101832Z JUL78 
FM SECSTATE WASHDC 
TO AMEMBASSY JAKARTA 

UNCLAS STATE 173205 

E.O. 11652: N/A 


Message Text 


TAGS: IOC, TATT, TOCY, EAID, ID, OGEN 

SUBJECT: MECHANICAL BATHYTHERMOGRAPH (MBT) DONATION TO GOI 
REF: (A) JAKARTA 3652 (B) JAKARTA 8812 

1 . STATUS REPORT REQUESTED REF (B) AS FOLLOWS. NO MBT'S 
YET SHIPPED. NAVY PRESENTLY INSPECTING AND CALIBRATING 25 
MBT'S. BECAUSE SOME OF THESE MBT'S ARE EXTREMELY WORN AND 
PERHAPS INCAPABLE OF BEING RECONDITIONED, ONLY BETWEEN 10 
AND 25 WILL ULTIMATELY BE SHIPPED TO INDONESIA. ALL MBT’S 
ARE OF 900 FOOT VARIETY, TYPE C-3. MBT'S WILL BE BOXED 
AND SHIPPED PER INSTRUCTIONS PARA 2 REF (A) APPROXIMATELY 
1 SEPTEMBER. 


2. FYI: DELAY IN RECONDITIONING AND SHIPPING DUE TO LACK 
OF FUNDING FOR THIS PARTICULAR PROJECT. NAVY IS RECONDI- 
TIONING MBT'S ON TIME AVAILABLE BASIS BETWEEN OTHER 
PROJECTS. VANCE 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: EQUIPMENT, OCEANOGRAPHY 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 jul 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 73205 

Document Source: CORE 

Document Unique ID: 00 

Drafter: HSANDERSEN:LAC 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780282-0567 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780778/aaaacnwi.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: aa686078-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 JAKARTA 3652, 78 JAKARTA 8812 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2063111 
Secure: OPEN 
Status: NATIVE 

Subject: MECHANICAL BATHYTHERMOGRAPH (MBT) DONATION TO GOI 
TAGS: TATT, TOCY, EAID, OGEN, ID, IOC 
To: JAKARTA 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/aa686078-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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